PUBLIC LAW 104!20188SEPT. 23, 1996 110 STAT. 
2605 


SEC. 804. MODIFICATION OF AUTHORITY TO CARRY OUT CERTAIN 
PROTOTYPE PROJECTS. 


(a) AUTHORIZED OFFICIALSI201) Subsection (a) of section 845 
of the National Defense Authorization Act for Fiscal Year 1994 
jp oeEe Law 1034160; 107 Stat. 1721; 10U.S.C. 2371 note) 


devartment. 
Oren other official ee by the Secretary of Defense! 
after 


"Agencve. 

(2) Subsection (b)(2) of such section is amended 
to read as 
follows: 

"(2) To the maximum extent  ovracticable. 
competitive procedures 
shall be used when entering into agreements to 
carrv out projects 


under subsection (alll 

( EXTENSION OF AUTHORITY Subsection (c) of such section 
is auceces by striking out " Srerminctell and all that follows 
an 

eer ring in lieu thereof "terminate at the end of September 


1999 
(3) CONFORMING AND TECH L AMENDMENTS|Section 845 
of such Act is further amended 


(1)in subsection (by 


(4) in varaarabh (1). bv strikina out. | ao and (c)(3) 
of . such section 2371, as redestallal by 
section 


Bay (1)(B Aone anger ang in lieu thereof B(e)(2) and (e)(3) 

of such secti nd 
oink eran (2)ed suse ung after "Director" the 

at owina: ". Secretarv. or other official 

(2) in subsection (c), by striking out "of the Director". 


SEC. 805. INCREASE IN THRESHOLD AMOUNTS FOR MAJOR SYSTEMS. 


(a) INCREASE AND ADIUSTMENTIZ&Ghanter 137 of title 
nite 


tates Code. is amended 
6) in section 2302(5). bv strikina out the third sentence 
and insertina in lieu thereof the followina: "A svstem shall 
e considered a maior svstem if (A) the conditions of section 
02d of this title are satisfied. or (B) the svstem is desianated 
maior svstem! by the head of the agency responsible for 
ih system.": and 
5 by inserting after section 2302c the following: 


"§ 2302d. Major system: definitional threshold amounts 


"(a) DEPARTMENT OF DEFENSE SYSTEMS|Hor purposes 
OT S@eC- 
tion 2302(5) of thi§ title, a system for which the 
Devartment of 
Defense is responsible shall be considered a mai 
svstem i 
"(1) the total expenditures for research. 
develonoment. test. 
and evaluation for the system are estimated to be 
more than 
$115,000,000 (based on fiscal year 1990 constant 
dollars): or 
"(2) the eventual total expenditure for procurement of 
more 
than $540,000,000 (based on fiscal vear 1990 
stant dollars). 
"(b) CIVILIAN AGENCY SYSTEMS or purposes 
of section 


2302(5) of this title, a system for which a civilian 
aaencv is respon- 
sible shall be considered a major svstem if total 
expenditures 
the svstem are estimated to exceed the areater o 


"(1) $750,000 (based on fiscal year 1980 
constant 


dollars): or 

"(2) the dollar threshold for a {major system! 
establishe 
bv the agencv pursuant to Office of Management 
and Budaet 
(OMB) Circular A109, entitled [Major Systems 
Acquisitions). 


